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NOTES: 
DIMENSIONS ARE CENTERLINE SYMMETRICAL. 
1. 
ALTERNATE MATERIAL: AL 6061-T6, T651, T62 PER AMS 4117 OR AMS-QQ-A-225/8 OR ASTM B211. 
2. 
AL 6061-T6, T62, T6510, T6511 PER AMS 4150, 4173 OR AMS-QQ-A-200/8 OR ASTM B221. 
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